Subject: 

FERN Grant 

Start: 

4/5/2007 10:30 AM 

End: 

4/5/2007 11:30 AM 

Show Time As: 

Busy 

Recurrence: 

(none) 

Meeting Status: 

Accepted 

Organizer: 

McNamara, Ann (DPH) 

Required Attendees: Doran, Tara (DPH); 


Thomas M (DPH) 


Good Morning All, 

I would like to propose a meeting for a review of activities on the FERN grant and introduce Tom McGuire 
and bring him up to speed on issues and activities. 

I have left this request able to suggest new time, so if this time/date does not work for you please let me 
know. Julie, can we meet in your office? 

Thanks 

Ann 
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